
San Diego Real Estate Roofing 

San Diego's most trusted roofing contractor for residential, commercial, and HOA projects. 
Proudly serving San Diego since 1979. Urbach Roofing, Inc., knows and understands that 
when it comes to dealing with the demanding deadlines and unexpected issues that may 
arise at one of your properties, time and money is of the essence. 




We recognize that the real estate business in the San Diego market is very competitive and 
there are many inspections and repairs that need to be made in a moment's notice. Urbach 
Roofing, Inc., has full year-round service department prepared to exceed your roofing 
expectations. Our servicemen are trained, industry qualified, and ready to perform most 
required repairs and maintenance needed the day of the appointment. 

We are proud to continue serving the San Diego community. We do have a $75 service fee. 
Our serviceman will inspect the roof and provide a written estimate; if the estimate is 
accepted while the serviceman is on site, the service fee goes towards the cost of the 
repairs. The average repair is between $200 and $500; our minimum is $200. 



San Diego Commercial Roofing 




We realize that commercial building managers and owners in San Diego are concerned 
with effective roof management for the properties they oversee. At Urbach Roofing, Inc., 
we have the right maintenance, restoration, and re-roofing programs for our commercial 
clients to choose from, and we can help ensure the continued integrity of your building as 
well as protect your investment. 

Proper design and drainage, quality materials, and an accurate application of the roofing 
system by the contractor are the foundations of a "good roof." This is especially true in San 
Diego, an area that experiences heavy rain. Correct installation is only the first step, 
however; regular inspections and appropriate maintenance are extremely critical to the 
long-lasting performance of your roof. 



San Diego Residential Roofing 




Whether you own a single family home or a multi-unit residential complex, replacing the 
roof is one of the most critical financial decisions you will make regarding your structure. 
Choosing the right residential roofing contractor can make all the difference for your San 
Diego property. While price is a factor, it should never be the only deciding factor. It is 
always important to know what standards come with your purchase, the quality of the 
materials and workmanship, as well as the assurance of knowing the service extends after 
the work is completed. 

Our staff will work with you to help make sure you are knowledgeable and comfortable 
with the decisions you're making for your home. At Urbach Roofing, Inc., we always make 
sure that our customers are receiving the proper ventilation, property weight felt, and the 
no inferior products are being used on your home without your knowledge. We at Urbach 
Roofing, Inc., strictly adhere to manufacturers' specifications. 

Whether you are the owner of a single family home or the property manager for a multi- 
unit residential complex, we will work with you from start to finish. New roof and 
replacement roof estimates are free. At Urbach Roofing, Inc., we also have a full year-round 
service department prepared to exceed your roofing expectations. 

Property Managers 

Urbach Roofing, Inc., has over 30 years' experience and roofing in the San Diego 
community. Urbach Roofing, Inc., knows and understands that when it comes to dealing 
with managing properties, time and money is of the essence. 

Urbach Roofing, Inc., has a full year-round service department prepared to exceed your 
roofing expectations. Our servicemen are trained, industry qualified, and ready to perform 
most required repairs and maintenance needed the day of the appointment. 



We do have a $75 service fee. Our serviceman will inspect the roof and provide a written 
estimate; if the estimate is accepted while the serviceman is on site; the service fee goes 
towards the cost of the repairs. The average repair is between $200 and $500; our 
minimum is $200. 




Being set up as an account has many advantages. During the busy winter season, it can 
become difficult to find anyone who has an opening to respond to your needs. If you are an 
established account with us, your request would take precedence and you would not be 
placed on a waiting list. Our servicemen would be familiar with your property's roofing 
needs and knowing the guidelines of association responsibility vs. homeowner 
responsibility. 

Having an account with us also allows the association to stay on top of the properties' 
roofing needs by doing preventive maintenance which will extend the lives of the roofs. 
Stormy seasons and occasionally rough San Diego weather make this a reassuring service 
to maintain. Urbach Roofing, Inc., prides itself on providing prompt, professional service 
tailored to each customer's specific needs. 



For more information please visit site 
http://www.roofingsandiego.com 



